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SUBJECT* Measures to Increase the effectiveness and use of ISA.*# 
Scientific Advisory Board and Ibools 



1. The situation Which prompted the writing at the *lfcnaorandm for 
INterafeer# <xf Executive Group for SSASAB Affairs, n dated 13 September 195^ 
(Incl. l) still exists* As a result of this Meraorandua, the Executive 
Group wet on £2 September 19J& and wade certain related recownendatione 
(paragraph C of lael* 8)* 

/ 

8* la order for the USA Scientific Advisory Board and its IWnsls 
to fulfill their functions in an effective wanner (a* |proup« or as 
individuals) as stated in USA Regulation 11-3, dated 20 July 195^ (incl* 
it is necessary that the actions recoraaended in paragraphs 6 b and 
M of Inoloaure St he taken. 

3* It is therefore requested that, as Executive Secretary of the 
SSASAB and Chairman of the Executive Group, 1 he granted specific 
authority to* 

a. Gather infomation on the writings, organisation, rsapOng- 
ihilities, and policies of sows of the other high-level hoards within the 
Departn»nt of Defense for Study and possible benefit to the guidance of 
the JfSASAB. 

b. Establish procedures whereby ERA personnel will bring 
technical problems to the attention of the Board, Ihnels, or individual 
MWtfcere thereof la a wanner that will permit ESA to realise, and capitalise 
Upon, the potential of tho technological leaders at it* disposal* 

S. Gather written presentations of ifA*s technical problems, 
review them, and, refer then (after conference with ESA porsonnal when 
dsened advisable) to the Board, Panels, sub -Panels, or individual con- 
sultants as appropriate, 

d. Provide typing service, pertinent reading files, and document 
storage space for the Board and Panel awsfber*. 
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k* Since this will fee a nev operation fear JB3A with long-range 
iapHcations, it i* not cone i dared necessary at thie tire either to 
request additiorial per* onnel for this office or to draft a new regulation 
covering it* After the reccemcndat lone contained herein are implemented 
and the mnn^emCnt problems involved therein clarify themselves, we will 
be in a better position to determine exactly what will ba needed in tern® 
off personnel and procedures to continue the program in the most effective 
Manner. 

*>. Declassified when Xncleeure* are removed. 
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